MSFC-MAN-205
LINE ITEM NO. 12H
DRD NO. LS-025A

TECHNICAL MANUAL
OPERATION AND MAINTENANCE
VOLUME 2
SATURN IB & V ELECTRICAL AUPPORT EQUIPMENT
TYPE 1 COUNT CLOCK

PART NO:
	LCC 	1371-COUNT RACK-40M08202
		1372-DATA TRANSFER RACK-40M08203
		1253-POWER SUPPLY RACK-40M08204
		1254-REAL TIME RACK-40M08205
	
	LUT 	1255-DATA RECEIVER RACK-40M08206
		1256-POWER SUPPLY RACK-40M08261

CHANGE NOTICE
LAST CHANGED
PAGES EFFECTIVE
ON VEHICLE
501 & SUBSEQUENT

RECEIVED JAN 03 1967 J.P. DOLFIS
RECEIVED JAN 6 1967 C.E. REAM

PREPARED UNDER AUTHORITY OF CHANGE ORDER 177
TO CONTRACT NASw-410

	BY

GENERAL ELECTRIC
APOLLO SUPPORT DEPARTMENT
HUNTSVILLE, ALABAMA

CHANGE DATA
39 november 1966
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MSFC FORM 422-3 (AUGUST 1960)